ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT 1A VEHICLE # 3 
BEAT 
DATE 09-17-15 
OFFICER 1 PARRA, A #126 
OFFICER 2 McCALL, D #118 
SUPERVIS SEYLER, S 
OR 
P/C- 6801 HOLLYWOOD BLVD (H&H GARAGE). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. 
0600/06 BOW- ALL EQUIPMENT OBTAINED IN GOOD WORKING 
40 CONDITION. 
0640/06 ASSIST/FB1- 1615 VINE ST. RE: FB1 C-6 -4. ALL 
50 ADVISED BY FB1 TO LEAVE AND THEY COMPLIED. 
0700/07 BUSINESS CONTACT- 5873 HOLLYWOOD BLVD 
10 (TOMMY’S). WE CHECKED THE LOCATION FOR ANY 
PROBLEMS. LOCATION CHECKED OK. MET WITH MARIO 
LOCATION WORKER WHO STATED ALL WAS OK. 
0730/07 BUSINESS CONTACT- 1810 CAHUENGA BLVD (7-11). 
40 CHECKED THE LOCATION FOR ANY PROBLEMS. 
LOCATION CHECKED OK. MET WITH HEIDY LOCATION 
CLERK WHO STATED ALL WAS OK. 
0745/07 ASSIST/FB 1- 6801 HOLLYWOOD BLVD (H&H 
55 COMPLEX). 
RE: 415 MAN REFUSING TO LEAVE THE PROPERTY. 
FB 1 ADVISED THE SUBJECT TO LEAVE AND HE 
COMPLIED. 
0800/08 BUSINESS CONTACT- 6776 HOLLYWOOD BLVD 
15 (McDONALD’S). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. MET WITH ROSY LOCATION MANAGER 
WHO STATED ALL WAS OK. 
0820/08 BUSINESS CONTACT- 1747 CAHUENGA BLVD (CVS). 
30 CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 


CHECKED OK. MET WITH DANNY LOCATION MANAGER 
WHO STATED ALL WAS OK. 
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0900/09 C-7 MEAL BREAK. 
30 


0930/11 BURBANK- RANGE QUALIFICATION. 
45 


1200/14 HBID OFFICE- PM WATCH ROLL CALL/ 
00 VEHICLE EXCHANGE/OFFICER LOG. 


1430 EOW- EQUIPMENT RETURNED IN GOOD WORKING 
CONDITION. 
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